; --------------------------------------------------------
; Special Thanks to the following for adding to this database
;	Chris Young
;	Steve Holder
;
; --------------------------------------------------------
; Data file Format is as follows:
; 
;    All fields must be seperated by tabs,
;
;    Each Powder entry MUST have all 3 fields filled in
;
;    Lines may be commented out by a preceeding semi-colon
;
;    No single field may be more than 64 characters
;
; BRAND	TYPE	LOT #
;---------------------------------------------------------
Accurate	1680	Unknown
Accurate	2015	Unknown
Accurate	2230	Unknown
Accurate	2460	Unknown
Accurate	2520	Unknown
Accurate	3100	Unknown
Accurate	4064	Unknown
Accurate	4350	Unknown
Accurate	5744	Unknown
Accurate	8700	Unknown
Accurate	NITRO 100	Unknown
Accurate	No. 2 Imp	Unknown
Accurate	No. 5	Unknown
Accurate	No. 7	Unknown
Accurate	No. 9	Unknown
Accurate	SCOT 4100	Unknown
Accurate	SOLO 1000	Unknown
Accurate	SOLO 1250	Unknown
Accurate	XMP-5744	Unknown
Accurate	XMR-2015	Unknown
Accurate	XMR-3100	Unknown
Accurate	XMR-4064	Unknown
Accurate	XMR-4350	Unknown
;
ADI	AR2205	Unknown
ADI	AR2207	Unknown
ADI	AR2208	Unknown
ADI	AR2209	Unknown
ADI	AR2213	Unknown
ADI	AR2214	Unknown
ADI	AR2206	Unknown
ADI	Bench Mark 1	Unknown
ADI	Bench Mark 2	Unknown
ADI	AP-30N	Unknown
ADI	AP-50N	Unknown
ADI	AP-70N	Unknown
ADI	AP-90	Unknown
ADI	AP-100	Unknown
ADI	AS-30N	Unknown
ADI	AS-50N	Unknown
ADI	AS-70N	Unknown
;
Alliant	2400	Unknown
Alliant	American Select	Unknown
Alliant	Blue dot	Unknown
Alliant	Bullseye	Unknown
Alliant	Green Dot	Unknown
Alliant	Herco	Unknown
Alliant	Power Pistol	Unknown
Alliant	Red Dot	Unknown
Alliant	Reloder 12	Unknown
Alliant	Reloder 15	Unknown
Alliant	Reloder 19	Unknown
Alliant	Reloder 22	Unknown
Alliant	Reloder 25	Unknown
Alliant	Reloder 7	Unknown
Alliant	Steel	Unknown
Alliant	Unique	Unknown
;
Hodgdon	BL-C(2)	Unknown
Hodgdon	BLC2	Unknown
Hodgdon	Clays	Unknown
Hodgdon	H1000	Unknown
Hodgdon	H110	Unknown
Hodgdon	H322	Unknown
Hodgdon	H335	Unknown
Hodgdon	H380	Unknown
Hodgdon	H414	Unknown
Hodgdon	H4198	Unknown
Hodgdon	H4227	Unknown
Hodgdon	H4350	Unknown
Hodgdon	H4831	Unknown
Hodgdon	H4831 SC	Unknown
Hodgdon	H4895	Unknown
Hodgdon	H5010	Unknown
Hodgdon	H50BMG	Unknown
Hodgdon	H870	Unknown
Hodgdon	HP38	Unknown
Hodgdon	HS6	Unknown
Hodgdon	HS7	Unknown
Hodgdon	Int Clays	Unknown
Hodgdon	Lil'Gun	Unknown
Hodgdon	Pyrodex P	Unknown
Hodgdon	Pyrodex RS	Unknown
Hodgdon	Pyrodex RS Select	Unknown
Hodgdon	Titegroup	Unknown
Hodgdon	Titewad	Unknown
Hodgdon	Univ Clays	Unknown
Hodgdon	Varget	Unknown
;
IMR	3031	Unknown
IMR	4064	Unknown
IMR	4198	Unknown
IMR	4227	Unknown
IMR	4320	Unknown
IMR	4350	Unknown
IMR	4756	Unknown
IMR	4759	Unknown
IMR	4831	Unknown
IMR	4895	Unknown
IMR	700X	Unknown
IMR	7625	Unknown
IMR	7828	Unknown
IMR	800X	Unknown
IMR	PB	Unknown
;
Vectan	Ba10	Unknown
Vectan	As	Unknown
Vectan	A1	Unknown
Vectan	Ba9	Unknown
Vectan	Ao	Unknown
Vectan	Sp8	Unknown
Vectan	Sp3	Unknown
Vectan	Ba6	Unknown
Vectan	Tubal 2000	Unknown
Vectan	Tubal 3000	Unknown
Vectan	Sp10	Unknown
Vectan	Sp9	Unknown
Vectan	Sp7	Unknown
Vectan	Tubal 5000	Unknown
Vectan	Tubal 7000	Unknown
Vectan	Tubal 8000	Unknown
;
Vihtavuori	20N29	Unknown
Vihtavuori	24N41	Unknown
Vihtavuori	3N37	Unknown
Vihtavuori	N110	Unknown
Vihtavuori	N120	Unknown
Vihtavuori	N125	Unknown
Vihtavuori	N130	Unknown
Vihtavuori	N132	Unknown
Vihtavuori	N133	Unknown
Vihtavuori	N135	Unknown
Vihtavuori	N140	Unknown
Vihtavuori	N150	Unknown
Vihtavuori	N160	Unknown
Vihtavuori	N165	Unknown
Vihtavuori	N170	Unknown
Vihtavuori	N310	Unknown
Vihtavuori	N320	Unknown
Vihtavuori	N321	Unknown
Vihtavuori	N324	Unknown
Vihtavuori	N330	Unknown
Vihtavuori	N331	Unknown
Vihtavuori	N338	Unknown
Vihtavuori	N340	Unknown
Vihtavuori	N350	Unknown
Vihtavuori	N3SF	Unknown
Vihtavuori	N3SH	Unknown
Vihtavuori	N3SL	Unknown
Vihtavuori	N3SM	Unknown
;
Winchester	231	Unknown
Winchester	231	Unknown
Winchester	296	Unknown
Winchester	296	Unknown
Winchester	540	Unknown
Winchester	571	Unknown
Winchester	748	Unknown
Winchester	748	Unknown
Winchester	760	Unknown
Winchester	760	Unknown
Winchester	AA-Plus	Unknown
Winchester	Super Field	Unknown
Winchester	Super Target	Unknown
Winchester	WMR- Magnum Rifle	Unknown
Winchester	WSF-Super Field	Unknown
Winchester	WSL-Super Lite	Unknown
Winchester	WST-Super Target	Unknown
